Wl TTENBORG 



TECHNICAL INFORMATION 



TYPE NO 



5500 



TYPE 



All models 



T.I.-NO 
....02/2003 



SERIALNUMBERS 
AFFECTED 



From machine 504426 



ISSUED BY Documentation/ 
Wittenborg Odense 



SUBJECT 



Program changes 



ISSUED FOR (X): 



Action 




Information 


X 



MODIFICATION 

• New software has been released for the 5500 machine series, cf. next page. 
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RELEASE NOTE - MCA^C 5500 

• We have released software for 5500 series. The release includes a new version of the 
following program(s) : 

Program TypeVersion Check Sum 

MC-5500 01801170 4554 

VC-5500 01801200 A: 2088B: 429B 



If the release includes more than one program type, all the program types in the 
release must be replaced when replacing programs in installed machines. 

The below procedure must be followed when making copies. 

1. The check sum of the master E-prom must be checked before copies are made. 

2. For each set of copies which is programmed at a time, the check sum for at 
least one of the copies must be checked. 

Changes related to the Machine controller MC_5500 01801 170: 

1. During power-up with low water level in the tank the heater is no longer turned 
on. 

2. The heater is turned off if the water level has been low for more than 20 sec. 
The heater is turned on again when the water level is ok. 

3. Rotation of the cup-tower is not possible during the dispense cycle of a 
beverage. The cup-tower will start rotating when the cup has been removed 
from the cup platform. 

Changes related to the Vending controller VC_5500 01801200: 

1. Changes is made to be able to use an Protocol A/EXECUTIVE Chipper 
Chipknip card reader and a Proton MDB card reader. 



The program changes have been included in machines from machine number: 504426 
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